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Vendor Installation yw^t^ 

Vendor Mounting Instructions 

1 . Remove vendor door to facilitate mounting. 

2. On the back of the vendor, there are holes pre-drilled to allow mounting 
in 

alignment with the mortar in tiled walls. 

3. See below for height requirements for ADA compliance. 

4. Mark where the holes are to be drilled. The vendor should be mounted with 
two screws at the top and two at the bottom. 

5. Use rawl plugs or plastic anchors to secure vendor in wall. 

6. Secure two top screws to hold vendor in place. 

7. Then, secure the two bottom screws. 

8. Reset the door. 

9. Load the vendor per the operating instructions mounted on the inside of the 
vendor door. 

ADA Compliance 

For vendor to be ADA compliant, ADA handles should be specified when or- 
dering the vendor. Otherwise, ADA handles can be purchased separately. 
Vendors that protrude more than 4 inches should be mounted in non-traffic 
areas. 

Mounting height 

To be ADA compliant, the vendor should be mounted so the coin mechanism 
handles are 38 to 48 inches from the floor. 


